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Attached are the revised sample analysis time lines for PM-8450 
and 

PM-1169. Please note that the AcN in exhalate data and the 
NNAL/NNAL-gluc data from INBIFO will not be available to the CRU until 
03/01/02. The delay in sample analysis for AcN in exhalate was due to 
required changes in the calibration curve which will result in fewer 
samples being analyzed per run. This will also affect the report time 
line for PM-8450. Final bioanalytical data were due to the CRU on 
01/18/01 (now 03/01/02). Report dates have been adjusted accordingly. 

Please contact me if you have any questions or concerns. 

Best regards, 



Jiil M. Schultz 
Program Manager 
Covance Laboratories, Inc. 
Phone: 608-242-2712, ext. 2354 
Facsimile: 608-245-7001 
jill,schultz@covance.com 


Confidentiality Notice; This e-mail transmission 
may contain confidential or legally privileged 
information that is intended only for the individual 
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the intended recipient, you are hereby notified that 
any disciosure, copying, distribution, or reliance 
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If you have received this e-mail transmission in error, 
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for proper delivery, and then please delete the message 
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